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CHANDIGARH , TUESDAY , SEPTEMBER 25 , 2018 (ASVINA 3 , 1940 SAKA ) 


PART -I 
Notifications, Orders and Declarations by Haryana Government 


HARYANA GOVERNMENT 


INDUSTRIES & COMMERCE DEPARTMENT 


Order 


The 11th September, 2018 
Subject: Board of Examiners for the State of Haryana. 

No. 2 /2 /2015-31BII.— In exercise of the powers conferred under rule 9 and rule 10 of the Boller Operation 
Engineers rules 2011 and rules 9 and 10 of the Boiler Attendants rules , 2011, Government of Haryana hereby 
constitutes a Board of Examiners for the State of Haryana consisting of the following members , namely : 
Sr. No. Description 

Status 
1 . The Chief Inspector of Boilers , Haryana, Chandigarh . 

Ex officio Chairman 
2 . Professor & Chairman , Mechanical Engineering Department, 

Member 
Y.M.C.A. University of Sciecnce & Technology , Faridabad . 
3 . The Deputy General Manager (Operation & Maintenance ) 

Member 
NTPC Ltd., Therman Power Station , Faridabad . 
The Superintending Engineer (Mechanical Maintenance ), 

Member 
Panipat Thermal Power Station , Panipat. 
5 . The Technical Advisor (Engineering ), Haryana State Federation of 

Member 
Co - operative Sugar Mills Ltd., Bay 49–52, Sector - 2 , Panchkula . 

The GeneralManager ( Technical), Indian Oil Corporation Ltd. , Panipat. Member 
7 . The Deputy Director -cum -Deputy Chief Inspector of Boilers , 

Ex -officio Secretary 
Haryana/ Assistant Director-cum - Inspector of Boilers, Haryana . 
The term of each of the officer other than the ex -officio members of the Board shall be three years. 


A. 


6 . 


DEVENDER SINGH , 
Additional Chief Secretary to Government Haryana , 

Industries and Commerce Department. 


8363 — C.S. - H.G.P ., Pkl. 
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